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E.O. 11652: NA 
TAGS: MARR NATO 

SUBJECT: NATO INFRASTRUCTURE, SACLANT SLICE XXV, SERIALS 3A, B, AND C 
COMPOSITE WORKSHOP, AND SERIAL 3D, AVIONICS WORKDHOP, 

KEFLAVIK NAVAL AIR STATION 

REFS: A. ADC ENT AFB 121720Z MAR 75 

B. STATE 83443, 112122Z APR 75 

C. USNATO 961, 21 1 1 15Z FEB 75 

SUMMARY. NATO INTERNATIONAL STAFF (NIS) AND SHAPE HAVE DIFFICULTIES 
WITH REVISIONS TO SUBJECT PROJECT OUTLINED REF B. MISSION 
REQUESTS FURTHER INFORMATION AND COMMENT. END SUMMARY. 

1. MISSION HAS DISCUSSED REFS A AND B WITH NIS AND SHAPE. 

NEITHER NIS NOR SHAPE CAN ACCEPT 13.9 METER HEIGHT CITED PARA 2, REF 
B, FOR PARACHUTE DRYING TOWER. 

2. SHAPE SUPPORT IN PAST HAS BEEN FOR MAXIUM OF 12.0 METERS FOR 
PERSONNEL AND DRAG PARACHUTES. OPERATING CONCEPT IS THAT PARACHUTE 
UNCLASSIFIED 
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LINES MAY BE PICKED UP BY A SMALL CORD AND PULLEY ARRANGMENT, 

AND DRAWN UP BESIDE CANOPY, THUS ELIMINATING NEED FOR ADDITIONAL 
HEIGHT TO ACCOMMODATE LINES, WHEN QUERIED, SHAPE INDICATED THIS MODE 
OF OPERATION IS INUSE IN ITALY, TURKEY AND NETHERLANDS, WHEREAS 
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OTHER NATIONS HAVE CHOSEN TO COST SHAPE ADDITIONAL HEIGHT. 

3. EVEN THOUGH SACLANT MAY SUPPORT 13.9 METERS AS MINIMUM 
MILITARY REQUIREMENT. MISSION WOULD NOT EXPECT OTHER NATIONS, 
WHOSE PROJECTS NIS HAS IN PAST SCREENED DOWNWARD, WOULD AGREE 
TO SUPPORT ADDITIONAL HEIGHT FOR US. MISSION THEREFORE RECOMMENDS 
USE EITHER (A) AGREE TO 12.0 METER HEIGHT, (B) AGREE TO 

COST SHAE THE ADDITIONAL 1.9 METERS. REQUEST ADVISE. 

4. WITH REGARD TO PARA 4, REF B, NIS DOES NOT POSSESS 
SUFFICIENT SITE INFORMATION TO PROPERLY SCREEN THIS CHANE. 
AVAILABLE INFORMATION INDICATES, HOWEVERN THAT PROBLEM COULD 
ARISE WITH MAIN PAVEMENT ENTRANCE NOW FACING ELECTROINICS 
BUILDING. DRAWINGS INDICATE FENCED AREA AROUND ELECTROINCS 
BUILDING FOR RADIATION PROTECTION WHOULC NOT PROJECTINTO PAVE- 
MENT AREA. NIS THEREFORE REQUESTS NEW SITE PLAN WHICH 

WILL SHOW PAVEMENT AND UTILITY CONNECTIONS INVOLVED, AND IN 
ADDITION ENOUGH OF SURROUNDING AREA TO SHOW RELATION TO OVER-ALL 
AIR FILED. 

BRUCE 

UNCLASSIFIED 


« END OF DOCUMENT » 
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